DUTCH   SCHOOL

ROOMS   IX-XII*

1 It is possible that considerable alterations will be made in the
hanging of these rooms, but the majority of the pictures mentioned in
these pages will remain on exhibition, and those which are not shown
can always be seen, on application, in the Reference Section.
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